CORNER  ID# 


S-ll 


State  Form  40180 


Recovery  Tie  Submitted  by:  State  Highway  Survey  Location  Team 


MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  14  Township:  9  North  Range:  2  West  Corner  ID:  Rich  S-l  1 

Monument  Description  &  Remarks:  1/2"  Iron  Pipe  flush  with  ground.  Survey  Sign  4ft  above 
ground  at  pt.  (C). 

References  On  File:  Raymond  Graham  survey,  Westbrook  Downs  (1971),  on  file  in  Recorder 
Office  cab.,  (B)  ev.,  (157).  Warranty  Deed  (1972),  on  file  in  Recorder  Office  book,  213  page,  222. 


